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2 December 1968 



STATINTL MEMORANDUM TO: Mr. 

SUBJECT : Request for Cable Information 


qA J ( tA 


STATINTL 


of thi'pnM* o hed l S a ° f a memora ndum received from the Office 
DDS Sec ^ e J aria t/equesting that I provide information from 

ueriod f for A n ^ tain ^ S reference service requirements and retention 
period for cables. The information that you provide will assist the 

Cable Secretariat in evaluating the present retention period for cables 

“ « 11 “ the mean. (microfilm or paper 4py)Tf »l“ 

taming the reference file. ; 

convWi it *\, the reSU S S ° f thls study (“icrofilm versus hard storage 
T ™ T &n 6 ff eCt on stor& g e s P a( =e in the the Records Centfr, 

LESS t t0 ?I° Vide with the answers as soon as ’ 

possible. I would appreciat^rece^ing your reply by 17 December. 



STATINTL 


DDS Records Administration Officer 


Attachment: 
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